ARB NOTICE 
No. 7 


Issue 15. 


lst February, 1969. 


ARB PUBLICATIONS— 
PUBLICATION DATES AND ISSUE NUMBERS 


i This Notice gives details of the latest publication dates or 
issue numbers, as applicable, of the publications listed in ARB 
Notice No. 6. It is intended as a guide to holders of ARB 
publications to enable them to check their publications from 
time to time. In this connection it should be noted that 
permanent mailing lists are only maintained for certain publi- 
cations, as detailed in the above mentioned Notice. 


2 Enquiries regarding the publications listed in this Notice 
should be addressed to the Secretary, Air Registration Board, 
Technical Publications Department, Greville House, 37 Gratton 
Road, Cheltenham, Glos. Enquiries regarding documents form- 
ing part of the certificate of airworthiness (i.e. Flight Manuals 
and Performance Schedules for specific types of aircraft) should 
be addressed to the Secretary, Air Registration Board, Brabazon 
House, Redhill, Surrey. : 


3 British Civil Airworthiness Requirements ~ Details 
of the current sections of the Requirements are as follows :— 


Contents es mn = . Issue 41 1st November, 1967 
General Foreword .. Issue 27 1st November, 1967 
Section A—General Information and Procedure 

Issue 8 2nd December, 1968 
Section C—Engines and Propellers .. Issue 6 15th June, 1966 


Section D—Aeroplanes ‘n .. Issue 8 1st February, 1966 
Section E—Gliders .. i .. Issue2 16th May, 1960 
Section G—Rotorcraft io .. Issue 3 15th June, 1966 
Section J—Electrical .. Issue 3 15th September, 1966 
Section K—Light Aeroplanes .. Issue 2 21st March, 1967 
Section L—Licensing . . whe .. Issue 5 1st December, 1964 


Section R—Radio .. ses .. Issue 2 1st April, 1953 
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Civil Aircraft Inspection Procedures The current 
Contents List for both Part I and Part II is Issue 3. 


ARB Notices The current Contents List is Issue 29. 


ARB Handbook No. I—Notes on the Air Naviga- 
tion Order and Associated Legislation This Handbook 
was reissued on Ist November, 1963. 


international Register of Civil Aircraft This Register 
is kept amended by monthly supplements. 


ARB Approved Organisations This publication is 
published in loose-leaf form and is kept amended by the issue 
of new or replacement pages at intervals of two months. 


The ARB—what it is and what it does This public- 
ation was reissued in December, 1967. 


Syllabuses of Examinations for Aircraft Engineers The 
syllabus for the Aircraft Maintenance Engineers’ Licence is 
included in British Civil Airworthiness Requirements, Section L 
(see item 3 above). A separate syllabus is available for the 
examination for the Basic Aeronautical Engineering Certificate, 
price 4s. Od., post free. The latter was issued on Ist December, 
1966. 


Specimen Performance Charts Details of current 
issues are as follows :— 


Group A es Issue 2 Ist December, 1959 
Group C 3 Issue 1 15th April, 1957 
Group D = Issue 1 15th April, 1957 
Unclassified .. Issue 1 15th April, 1957 


Extracts from Foreign Airworthiness Directives 
This publication is kept amended at frequent intervals. 


Mandatory Aircraft Modifications and Inspections 
Summary _ The current Contents List is Issue 39. 


Maintenance Schedule for Club Aircraft Issued 
1962. 
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Concorde—TSS Standards This publication was first 
made generally available early in 1965. Additions are continually 
being made. 


ARB Approvals Compendium The current Contents 
List is Issue 5. 


A Guide for the Prospective Licensed Aircraft Main- 
tenance Engineer Published February, 1966. 


Handling the Big Jets The second edition was 
published in May, 1968. 


World Airline Accident Summary Published 
September, 1968. Supplement Number Two was _ issued 
January, 1969. 


Cancellation This Notice cancels ARB Notice No. 7, 
Issue 14, dated 2nd December, 1968, which should be destroyed. 


By Order of the Air Registration Board, 


Hy We trcen, 


Secretary. 


Brabazon House, 


Redhill, 
Surrey. 


) 


CJ 


